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The problem: 

To easily and reliably detect and locate metal 
objects imbedded in the nonmetallic walls, floors, or 
ceilings of a building or other structure. Present 
methods use bulky and heavy mine detectors which 
are not suitable in confined areas. 

The solution: 

The application of a small battery operated eddy 
current proximity measuring device that will detect 


metal objects the size of a dime at distances up to one 
foot within nonmetallic structural members. Such a 
device is based on the design of an eddy current prox- 
imity measuring device designed to nondestructive^ 
measure the thickness of spray-on foam insulation. 
This device weighs approximately two pounds, 
occupies approximately 60 cubic inches, and is bat- 

tery powered. (continued overleaf) 


This document was prepared under the sponsorship of the National 
Aeronautics and Space Administration. Neither the United States 
Government nor any person acting on behalf of the United States 


Government assumes any liability resulting from the use of the 
information contained in this document, or warrants that such use 
will be free from privately owned rights. 



How it's done: 

A specially tuned oscillator loses power to the 
imbedded metal objects. The loss is proportional to 
the distance of the object from the instrument and its 
size. The signal output is amplified in an integrated 
amplifier, then fed into a milliammeter. In order to 
operate the instrument, it is held against, or close to, 
the surface and the switch is turned on. The device is 
then moved or aimed over the area to be searched. A 
deflection of the meter needle will indicate that the 
buried metal object is beneath the instrument; amount 
of deflecting pinpoints its location. 


Note: 

Inquiries concerning this invention may be di- 
rected to: 

Technology Utilization Officer 
Marshall Space Flight Center 
Huntsville, Alabama 35812 
Reference: B68-10183 

Patent status: 

Inquiries about obtaining rights for the commercial 
use of this invention may be made to NASA, Code 
GP, Washington, D.C. 20546. 

Source: Robert L. Brown 
and Robert W. Neuschaefer 
(MFS- 14790) 
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